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Attention Status (S)/Comment (C) 
Needed 


9/11/2023 Alex Charles Status changed to 'NCDPI ESSER III ARPA Division Administrator Approved’. 
10:33:05 AM 


8/29/2023 Sandy Status changed to 'NCDP! ESSER III ARPA Program Administrator Approved’. 
9:50:04 AM Carlaccini 


8/29/2023 Sandy 
9:49:11 AM Carlaccini The application and corresponding budgets submitted in FY24 have been approved. 


PRC 188 
PRC 189 


Sandy Carlaccini 
ESSER Program Administrator 


Federal Programs Monitoring and Support Division 


8/25/2023 Megan Status changed to 'Chief Administrator Approved’. 
11:04:29 AM Pollard 


8/25/2023 Megan Status changed to 'Fiscal Representative Approved’. 
11:04:24 AM Pollard 


8/25/2023 Megan Status changed to 'Draft Completed’. 
11:04:18 AM Pollard 


8/22/2023 Logan Status changed to ‘Draft Started’. 
9:37:12 AM Burleson 


7/26/2023 NCCCIP — Status changed to 'Not Started’. 
1:20:48 AM Admin 
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North Carolina Comprehensive, Continuous Improvement 
Plan System (NC CCIP) 


https://ccip.schools.nc.gov 


All approved plans are for public viewing at any time using the 
SEARCH tab on the left of the screen. Approved plans are 
available for viewing for Regular School Districts, Charter 
Schools, and Non-LEA organizations. 


